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Westinghouse Electric Corporation Contract No. HF 81hLo0 
Air Arm Divieton 7ontract Amoun 


P. O. Box 76 fete aa 25X1A 
Baltimore 3, Maryland (AAD-30L18) 
3/3/58 
Statement of Cost Supporting Public Voucher #2 
| Total 
Net Amount Cost 
Claimed Current 
to Date e 
item 1 - Maintenance of k equipments 
2 months @ 12,000 per calender month 25X1A 
(December 1957 to January 31, 1958) $ 2, 0004 
Item 2 = Transportation associated with work 
under Item 1. 
Total Amount Clained $ 2h 000 
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CONTRACTOR'S CORTTFICATE 


I certify that the above bill is correct and just and that payment therefor has 
not been received. 


| WESTINGHOUSE ELECTRIC TORPORATICN 
| 25X1A 


3L3/58. /:/ ror: a _ 
Date Title: ager of Accounting 
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